Advanced Assistance, Post Disaster 

S 

940,492.00 

Code Enforcement 

EOC 

$ 

5,000,000.00 

TEIF/TEAL 5% (Study) 

$ 

3,000,000.00 

Planning 

$ 

60,000.00 

Water 

$ 

34,427,621.00 

Generator 

$ 

5,878,727.00 

Housing (Acquisition/Demolition, 

$ 

42,041,510.00 

Elevation, Reconstruction 

TOTAL 

$ 

91,348,350.00 

AVAILABLE 

$ 

69,667,251.00 

Deficit 

$ 

(21,621,099.00) 


FEMA-4273-DR-WV ONLY 
























